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Combination 



THE FINEST QUALITY, MOST ECONOMICAL MACHINIST 
TOOL CHEST COMBINATION ON TODAY'S MARKET 
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Heavy duty plated sldo 
Its. 


handl 


Pin tumbler chest type 
with 100 Key Changes. 


lock 


Finished In Doric Frown rip¬ 
pled baked enamel. 

526 and MC-21 are solidly 
built and reinforced by inside 
walls which insure rigidity 
and also supports Drawers. 

The Kennedy machinist chest 
MC-21 Is designed os a base 
and companion for the 520, 
526 and 620 Machinist Chest. 
Top Drawer Felt Lined. It can 
also Is# used alone. 



Continuous Plano type Hinge. 


The Lock Is equipped with 2 
Finished milled Keys. Key 
can be removed either in 
Locked or unlocked Position. 

Compound drawer slides are 
equipped with Famous Ken¬ 
nedy Patented Positive Spring 
Stop, permitting Instant re¬ 
moval of drawers. 

All drawers are completely 
lined with Felt and can be 
fully extended without sag¬ 
ging even when heavily 
louded. 

Set of 6 adjustable Partitions 
with each 520 Chest. 
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KENNEDY MANUFACTURING COMPANY 


VAN WERT, OHIO, U.S.A. 






) Creators of QUAUTY tool chests for all trades and professions 

































